PRINTED CIRCUIT BOARD B284 



Note 




: Replacement of components on this board should be undertaken only 

by experienced engineers using the special de-soldering equipment 
(solder sipper) designed for the renova 1 of components without damage. 
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This p.c.b. consists of an input amplifier similar to that on the BA283 
board together with two sinilar operational amplifiers. 

The gain of the input amplifier nay be changed by the connection of a 
resistor between contacts T and V which decouples RIO more effectively, 
thereby, increasing the gain of the amplifier. Gain is increased in 
5 dB steps according to the following table: 
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PARTS LIST BA284 



Ref 


Description 


Part No. 


R1 


120K TR4, ±2% 


PA120KO 


R2 


68K 


RA068K0 


R3 


33K 


RA033K0 


R4 


47K " 


RA047K0 


R5 


SKI 


RAOOSK1 


R6 


470 " 


RA470R0 


R7 


IKS * 


RAOOIKS 


R6 


10K " 


RAOIOKO 


R9 


2K2 " 


RA002K2 


RIO 


390 


RA390RC 


Rll 


1K8 


RAOOIKS 


R12 


S1K " 


RA051K0 


R13 ,23 


100K * 


RAIOOKO 


R14 ,24 


39K 


RA039K0 


R15 ,25 


27K " 


RA027K0 


R16 ,26 


3K3 * 


RA0O3K3 


R17 ,27 


120K n 


PA120K0 


R18 ,28 


180K " 


RA180K0 


R19 ,29 


180K n 


RA180K0 


R20,30 


3K6 


RA003K6 


821 ,31 


820 ohms TR4 , ±2% 


RA820RO 


R22 ,32 


3K9 


RA003K9 


Cl, 10, 18 


10 i iF, 25V 


CA 60100 


C2 


100 pF Suflex 10% 


CA 1 lOOO 


C3 


1500 pF m 


CA20012 


C4, 13,21 


6 80 pF Suflex 10% 


CA16800 


CS 


22 U F, 2SV 


CA60220 


C6 


100 VF, 4V 


CA61000 


C7,8 


25 VF, 16V 


CA60223 


C9 


400 VP, 4V 


CA6330C 


CIO, 


10 VF, 25V, TAG 


CA60100 


Cll ,19 


47 pF 


CA10470 


C12 ,20 


470 pF 


CA14700 


C13 ,21 


680 pF 


CA16SOO 


C14 ,22 . 


22 VF, 25V 


CA 60020 


CIS, 23 


IO0VF, 4V 


CA61COO 


CIS ,24 


lOOO pF 


CA 20010 


C17 ,25 


22 VF, 16V 


CA 60100 


C26 


lOOO pF 


CA 20010 


TR1-9 


DC184C 


TR 16401 




P.C.B (as scab led) 


BA 2 84 



Fcc.dhark inns all mada hti fc 
















